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Introduction
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The FIFA World Cup is the most prestigious international football tournament in the world. It is held every four years, and the best national teams from around the world compete for the title. The matches are always exciting and full of drama, and they often produce some of the most memorable moments in football history.

The matches you mentioned were all World Cup finals, and they were all classics. The 2006 final between Italy and France was a close-fought match that went to extra time, and it was eventually decided by a penalty shootout. The 2010 final between Spain and the Netherlands was also a close match, and it was decided by a single goal in extra time. The 2014 final between Germany and Argentina was another close match, and it was eventually decided by a goal in the 80th minute. And the 2018 final between France and Croatia was a thrilling match that went all the way to penalties, and it was eventually decided by a brilliant goal from Kylian Mbappé.

These are just a few of the many memorable World Cup matches that have been played over the years. The World Cup is always a great tournament, and it is sure to produce more memorable matches in the years to come.
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Final Match 1930
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The 1930 FIFA World Cup final was a football tournament match that culminated in the inaugural 1930 FIFA World Cup champions. Uruguay and Argentina contested in what was a rematch of the gold medal match of the 1928 Olympics, which Uruguay won after a replay.

The match was played at the Estadio Centenario in Montevideo, Uruguay, on 30 July, a Wednesday. It was one of only two World Cup finals to be played on a day other than Sunday, the other being the 1966 FIFA World Cup final, which was played on a Saturday. A disagreement overshadowed the build-up to the match as which team would provide the match ball.

The match was watched by a crowd of 68,346, which was a record at the time. The atmosphere was electric, as the two teams were bitter rivals.

The match started off evenly, with both teams creating chances. However, it was Uruguay who took the lead in the 12th minute, when Pablo Dorado scored. Argentina equalized in the 19th minute, when Carlos Peucelle scored.

The match was then evenly poised for the rest of the first half. However, Argentina took the lead in the 37th minute, when Guillermo Stábile scored. Uruguay equalized in the 57th minute, when Pedro Cea scored.

The match was then tied 2-2 going into the final 15 minutes. However, Uruguay scored two late goals to win the match 4-2. The goals were scored by Santos Iriarte in the 68th minute and Héctor Castro in the 89th minute.

The victory made Uruguay the first champions of the FIFA World Cup. The match is considered to be one of the greatest in World Cup history.

Here are some additional details about the match:


❖  Uruguay's goalkeeper, Enrique Ballestrero, was the only player in the match who had played in the 1928 Olympic final.

❖  Argentina's captain, Guillermo Stábile, finished as the tournament's top scorer with 8 goals.

❖  The referee for the match was Englishman John Dick.

❖  The match was broadcast live in Uruguay by radio.



The 1930 FIFA World Cup final was a historic match that marked the beginning of the world's most popular sporting event. It was a thrilling match that was decided by two late goals, and it is still remembered as one of the greatest matches in World Cup history.
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The 1934 FIFA World Cup final was a football tournament match that was contested by the men's national teams of Italy and Czechoslovakia to determine the 1934 FIFA World Cup champions. It took place on 10 June 1934 at the Stadio Nazionale PNF in Rome, Italy.

The match was watched by a crowd of 55,000, which was a record at the time. The atmosphere was electric, as the home team, Italy, was looking to win their first World Cup.

The match started off evenly, with both teams creating chances. However, it was Czechoslovakia who took the lead in the 72nd minute, when Antonín Puč scored. Italy equalized in the 82nd minute, when Raimondo Orsi scored.

The match went into extra time, and it was Italy who scored the winning goal in the 110th minute, when Angelo Schiavio scored.

The victory made Italy the second champions of the FIFA World Cup. The match is considered to be one of the greatest in World Cup history.

Here are some additional details about the match:


❖  Italy's captain, Giuseppe Meazza, was the tournament's top scorer with 7 goals.

❖  The referee for the match was Englishman Eric Whalley.

❖  The match was broadcast live in Italy by radio.



The 1934 FIFA World Cup final was a historic match that marked the beginning of Italy's dominance in international football. It was a thrilling match that was decided by a late goal, and it is still remembered as one of the greatest matches in World Cup history.

Here is a fictionalized account of the match:

The Stadio Nazionale PNF was packed to the brim with fans, all eager to see Italy win their first World Cup. The atmosphere was electric, as the crowd roared with excitement every time Italy had a chance.

The match started off evenly, with both teams creating chances. However, it was Czechoslovakia who took the lead in the 72nd minute, when Antonín Puč scored. The stadium fell silent, as the fans began to fear that Italy would lose.

However, Italy refused to give up. They fought back, and in the 82nd minute, Raimondo Orsi scored to equalize the match. The stadium erupted in cheers, as the fans knew that Italy was still in the game.

The match went into extra time, and it was Italy who scored the winning goal in the 110th minute, when Angelo Schiavio scored. The stadium erupted again, as the fans celebrated Italy's victory.

Italy had won their first World Cup, and the fans were ecstatic. They celebrated long into the night, as they had witnessed one of the greatest matches in World Cup history.
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